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Release Date Document Version Supported Release 

October 1997 Standard 5.7 

July 1997 Preliminary 5.7 

February 1997 Preliminary Pre-release 5.6 

September 1996 Standard 5.01 

September 1996 Standard 5.00 

May 1996 Standard 4.0 

February 1996 Preliminary Pre-release 4.0 for field 
trials 

November 1995 Preliminary Pre-release 4.0 for test- 
ing 

December 1994 Standard 2.0 

June 1994 Standard 1.0 
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